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(a)  Tlie  Jub-Trea surer  and  sanitary  Authority  for  the 

Inner  Tangle. 

(b)  The  Under-»Treasuror  and  Sanitary  authority  for  the 

Middle  Temple. 


a OTL  ;MUN, 

I have  the  honour  to  submit  herewith  my  Annual  ©port 
on  the  sanitary  circumstances  and  8 unitary  administration 
relating  to  the  Inner  and  Middle  Ten^leo  for  the  year  1951* 


?Ci*ULrtTXUR  OF  AR8&  (19^0)  • estimated  by  Begistrar- 

General  • 159. 

tilMW 

(a)  BIRTHS.  Ho  births  were  registered  during 

the  year. 

(b)  a;  iTISJ*  Ho  deaths  of  residents  occurred 

within  or  without  the  district. 

m,-,  mag 

Ho  case  of  infectious  disease  was  notified  to  me  as 
having  occurred  within  the  district  during  19J?1.  A number 
of  infectious  disease  contacts  were  supervised,  the  Chambers 

concerned  being  disinfected. 


Tiie  general  health,  of  the  district  is  good. 

^,uix.diY.cmaLiL^m^ 

Details  of  work  done  during  the  year  have  been  supplied 
to  ms  by  your  Sanitary  inspectors,  'defective  sanitary 
fittings  have  been  promptly  repaired  and  further  repair© 
and  replacements  have  ben  c rrled  out  to  waste,  soil  and 
rain  pipes,  so  far  as  present  restrictions  allow.  In  the 
Inner  Temple , eight  defective  water  closets  and  flushing 
cisterns  have  b en  replaced  by  new  pedestal  closets.  Ho. 2, 
Mitre  Court  Buildings  has  been  rebuilt,  and  a new  drainage 
system  with  modern  lavatory  accomodation  on  all  floors,  has 
been  provided,  in  the  Middle  Temple,  fourt  ©n  sets  of  Chambers 
were  reconditioned  and  two  new  lavatory  fittings  were  provided. 

'Che  drainage  system  generally  is  sound  but  defects 
consequent  on  enemy  action  gradually  come  to  notioe  and  are 
promptly  dealt  with. 

Arranges  ants  for  daily  removal  and  disposal  of  dust  and 
refuse  have  proved  nde  uate.  During  the  year  many  new 
sanitary  dustbins  have  been  provided  to  replace  those  worn* 
out.  Footways  and  roads  I save  been  swept  dally  and  the  roads 
watered  during  hot  weather.  The  loose  gravel  surface  of 
roads  has  been  replaced  by  an  efficient  tar-macadam  dressing* 

Copies  of  this  report  are  being  transmitted  to  the 
iinistry  of  health  and  other  authorities,  in  accordance  with 

statutory  re  iUirements. 


1 have  the  honour  to  be,  Gentlemen, 
Your  obedient  Servant, 
i.<$CaHTKY, 

Medical  Officer  of  e&lth, 
honourable  Societies  of  the 
Inner  and  Middle  Temples. 


Uth  July,  1952 


